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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 184414 

43 

ORIGIN FBOE-00 

INFO OCT-01 NEA-10 ISO-00 /OllR 

DRAFTED BY A/FBO:GFTWOHIE:YMC 
APPROVED BY A/FBO:CVSWAN 

020487 

R 261737Z JUL 76 
FM SECSTATE WASHDC 
TO AMCONSUL KARACHI 
INFO AMEMBASSY ISLAMABAD 

UNCLAS STATE 184414 

E.O. 11652:N/A 
TAGS: ABLD,ASEC 

SUBJECT: MINOR IMPROVEMENT - ADDITIONAL BATHROOM, CGR 
02462 

REE: KARACHI 2972 

THE DEPARTMENT HAS RECONSIDERED THE CONSULATE GENERAL'S 
PROPOSAL TO INSTALL A SECOND GUEST TOILET IN THE 
REPRESENTATIONAL AREA OE PROPERTY 02462 AND DOES NOT 
AUTHORIZE THE POST TO DEVELOP PLANS TO LOCATE IT IN 
THE ANTE ROOM OE THE CGR. ASIDE EROM MECHANICAL AND 
PLUMBING MODIFICATIONS AND THE REASONS EXPRESSED IN 
STATE 144075, THE SUBSEQUENT REVIEW OF AVAILABLE 
PHOTOGRAPHS AND PLANS RECONFIRMS THAT LOCATING A GUEST 
TOILET IN THE ANTE ROOM WOULD BE ARCHITECTURALLY INCOMPAT- 
IBLE WITH THE OVERALL BUILDING DESIGN. ALTHOUGH THE 
SPACE CRITERIA FOR CGR'S PRESCRIBES ONLY ONE GUEST 
TOILET, THE POST MAY STILL OBTAIN A&E PLANS AS AUTHORIZED 
STATE 132025 FOR AN ADDITIONAL BATHROOM LOCATED EITHER 
NEXT TO EXISTING GROUND FLOOR BATHROOM OR ADJACENT TO 
STAIRWAY HALL (CHOICES B AND C, CONGEN OM, APRIL 23, 1976) 

. KISSINGER 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE184414 

Document Source: CORE 

Document Unique ID: 00 

Drafter: GFTWOHIE:YMC 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760287-0254 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760721 /aaaaasei. tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 KARACHI 2972 
Review Action: RELEASED, APPROVED 
Review Authority: hackerpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 MAR 2004 by ThomasVJ>; APPROVED <06 JAN 2005 by hackerp0> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MINOR IMPROVEMENT - ADDITIONAL BATHROOM, CGR 02462 
TAGS: ABLD, ASEC 
To: KARACHI 
Type: TE 
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